Windows XP SP1 & Server 2003 source code leaked on 4chan, 23/09/2020
Archived link: https://archive.rebeccablacktech.com/g/thread/77874231/#77874482

Leaked files aren't included here, this just serves as a reference of the original leak.

Filename: nt5src.7z
Size: 3,149,677,191 bytes

MD5: 94DEA413D439DDA8ABCAC83CFE799FC7
SHA-1: 350B2617D3095517A8D1981062C9D88A48B5D1A2
SHA-256: 2BB3609FA4C2B2641F43AEF751A84DB5820B64748B7D2D0891D1CB1E55268CE9

There are other modified/unpacked copies of the leak with the same filename, but the original leak should match the details above.
